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TOPIC: STAR GATE Overview Briefing (U) 

SUMMARY: (S/NF/WN) We provided a STAR GATE overview 

briefing to COL Jerry W. Jones, USA, Deputy 
Director for Operations and Investigations, 
United States Army Foreign 

Counterintelligence Activity, USAINSCOM, Fort 
Meade, MD. COL Jones asked numerous 
questions regarding both recent and 
historical program developments. Follow-on 
briefings and discussions will be conducted 
with their Chiefs for Operations and 
Investigations in early March. 
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